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Commercial and Air Conditioning Sales Limited To 
Essential Civilian & War Requirements by L-38 Order 


Many P-126 Problems 
Discussed at Chicago 


CHICAGO—The 1,000 or more members of 
the air conditioning and commercial refrig- 
eration industry and men who install and 
service equipment for that industry met here 
last week in an All-Industry Conference and 
got some valuable tips about the “L” or 
limitation orders on the manufacture and sale 
of commercial refrigeration equipment, and 
discussed and heard discussed interpretations 
of the now-in-effect order P-126, covering 
emergency repairs of air conditioning and 
commercial refrigeration equipment. 


The “L” orders, it was indicated by the 
War Production Board officials who attended 
the meeting, will limit use of new refrigera- 
tion equipment to rapidly expanding defense 
areas or in other areas where a definite need 
for new equipment is clearly demonstrated, 
these restrictions to apply even to such 
directly essential uses of refrigeration as food 
preservation equipment in stores, markets, etc. 


The officials of the Air Conditioning & 
Commercial Refrigeration Branch of the WPB 
who attended the meeting were Harry C. 
Williams, assistant chief of the Branch, and 
George Meek, director of the Conservation 
section of the branch. 


Mr. Williams, in the formal talk made 
at the Tuesday, May 12, session of the 
All-Industry Conference, declared that in the 
“L” or limitation orders the following will be 
considered the “order of essentiality” in 
applications of the equipment (although this 
provision may NOT be written INTO the order. 

“Before asking for a lot of interpretations 
about the orders issued by the WPB, be sure 
to read the text of the order a couple of 
times,” Mr. Williams requested. “This is par- 

(Concluded on Page 8, Column 3) 


COMPLETE REPORTS 
of the All-Industry Meeting 
will appear in the 
next (May 25) Issue 
of the News 
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Manufacture of Certain Types of 
Equipment Will Be Halted 


WASHINGTON, D. C., May 15—The long-heralded Limitation Order 
L-38 on air conditioning and commercial refrigeration equipmer® was 
issued today by the War Production Board (effective immediately), 


and by its terms: 
(1) Banned any 


installations of new equipment except on 


preference ratings of A-9 or higher; 
(2) By its definitions barred all new installations designed solely 


for “personal comfort”; 


(3) Restricted production of certain items for Army and Navy 
requirements only, and curtailed production rates on all other equipment. 


The official release from the Divi- 
sion of Industry of WPB which 
accompanied the order states: 


“The War Production Board today 
banned new installations of air con- 
ditioning and commercial refrigera- 
tion equipment except to meet war 
and essential civilian requirements. 


“New installations designed solely 
for personal comfort, such as in 
theaters, restaurants, hotels, etc., will 
not be permitted. 


“Limitation Order L-38 also places 
rigid restrictions on the production 
and sale of air conditioning and com- 
mercial refrigeration equipment. 

“For the next 90 days, only the 
Army, Navy, and Maritime Commis- 
sion will be entitled to contract for 
production of such items as beer dis- 
pensers, carbonated beverage dis- 
pensers, bottled beverage coolers, 
low temperature mechanical refrig- 
erators designed to store frozen food 
or to ‘“quick-freeze’’ food, individual 
room coolers, florist boxes and dis- 
play cases, and fountainette-type soda 
fountains. After that time, produc- 
tion of these items must be stopped. 

“Order L-38 prohibits the installa- 
tion, effective immediately, of any 
new equipment except on “preferred 
orders.” These orders apply only to 
the Army, Navy, and Maritime Com- 
mission, certain other government 
agencies, Lend-Lease requirements, 
and persons possessing a preference 
rating of A-9 or higher issued di- 
rectly to them and designating the 
type of equipment desired. 

“From May 15 to June 30, pro- 
ducers are prohibited from manufac- 
turing any items of equipment in 
excess of the number of such items 
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delivered on preferred orders from 
April 1 to May 15, or in excess of 
the number of such items for which 
unfilled preferred orders are now on 
hand. Producers may use the greater 
of the two quantities in determining 
their’ permissible production. 


“During any calendar quarter be- 
ginning with the quarter July 1 to 
Sept. 30, producers may not manu- 
facture more items of equipment than 
the number for which they have pre- 
ferred orders on hand, or the number 
delivered on preferred orders dur- 
ing the next preceding quarter, 
whichever is greater. 

“The order places no restrictions 
on sales, leases, or deliveries of new 
equipment by a dealer to another 
dealer or to a producer, or by a pro- 
ducer to another producer or to a 
dealer, but both producers and deal- 
ers are prohibited from selling, leas- 
ing, or delivering to any other per- 
son or from installing any new equip- 
ment except to fill a preferred order. 

“J. M. Fernald, Chief of WPB’s 
Air Conditioning and Commercial 
Refrigeration Branch, pointed out 
that while the order results in a ban 
on new installation of non-essential 
equipment, it will not interfere with 
production or installations to cover 
health requirements, such as food 
processing and storage. 


“In considering applications for 
preference ratings under the order’s 
terms, Mr. Fernald said, the branch 
will consider the following uses of 
equipment as ‘essential’: 

(a) Processing, transportation, 
storage, preservation, and distribu- 


(Concluded on Page 4, Column 1) 


This is the bulletin issue of the News. More 
stories plus special features in next week’s full size issue. 


details on the news 
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Price Ceiling ‘Do's’ 
& ‘Don'ts’ Are Given 
Retailers by OPA 


WASHINGTON, D. C.—The na- 
tion’s retailers—numbering close to 
2,000,000—were urged recently by 
Price Administrator Leon Henderson 
to observe three cardinal ‘“do’s’” and 
a like number of ‘“‘don’ts”’ before seek- 
ing special guidance from the Office 
of Price Administration on immediate 
problems under the recently issued 


The three “do’s’ indicate steps to 
take in getting ready for the May 
18 effective date of the Regulation in 
all retail stores. 

(1) Assemble and preserve imme- 
diately all your records regarding all 
prices charged for goods in March. 
In addition, begin preparing your 
statement of highest base-period 
prices for each item sold, so that it 
will be completed by July 1, 1942 

(2) Check prices of all goods in 
your store to be sure that they are 
no higher than the highest prices 
charged in March, 1942. This job 
must be completed by May 18, after 
which time you cannot exceed these 
maximum prices. 

(3) Arrange to post or mark and 
identify as “ceiling prices” or “our 
ceiling,” your maximum prices on all 
“cost-of-living” commodities  speci- 
fied in Appendix A of the Regulation. 
This must be finished by May 18. 
In addition, a list of these items and 
their ceiling prices must be filed with 
the War Price and Rationing Board 
in your area by June 1, 1942. 
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WARNING! 


SAFEGUARD YOUR LICENSE 
To Do Business Under The Law. 
Order Your GREEN BOOK NOW 


It’s the Officially 
Authorized Pricing 
Guide for All Used 
Refrigerators not 
listed in the regu- 
lation or any other 
publication. 


7 4 1942 
EDITION 
STANDARD 
REFRIGERATOR 
Trade-In Manual 
and Dealer Guide 
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To Comply FULLY With OPA 


EVERY SELLER OF USED REFRIGERATORS NEEDS THE “GREEN BOOK” 


1. To Compute the Lawful Maximum Resale Price of any model not listed in 
the Regulation. (Section 1380.212—‘In these cases, the seller is instructed to find the 
the 1942 edition GREEN BOOK of the Standard Refrigerator Trade-In 


base~price in 
Manual & Dealer Guide’’) 


2. 
“Section 1380.203—Every person offering 


frigerator for sale to consumers shall attach to it a label setting forth legibly the 


make, year, model number,’ 


and model, and also the make and model 
To Determine Trade-In Allowan 
OPA Formula. 


To Label Lawfully Every Box Offered for Resale to Consumers 


Maximum Price Regulation No. 139, Effective May 18, 1942 


IMMEDIATE SHIPMENT 


J Standard 
Refrigerator Trade-In Manual Co. t 
595 Sixth Avenue, New York, N. Y. 


I Please send AT ONCE....... copies of 
the GREEN BOOK at $1.75 each. Enclosed 
find [i/check [) money order. (Prepaid 


a model of used household mechanical re- ] codes thinnad Teatalk) Tite EOD 


plus postage. { 
To Make Proper Records and Reports of All Sales and Trade-Ins Name i 
Section 1380.207 requires every seller to include, in the record of each sale, the make Firm Name 
of each trade-in. ] eo ] 
ces in Accordance with the Official caress " 
For those models not listed in any other publication, the GREEN City 
BOOK “trade-in values” are specifically approved as ‘‘base prices. i State . 


FOR MAXIMUM PROTECTION. Only 


graphic illustrations to enable you to identify almost every household mechanical refrigerator 


on the market—Easily, Quickly, Accurately. 


The GREEN BOOK gives you actual photo- J Note:—ror the convenience of our subscribers, | 
the GREEN BOOK publishers have designed a price 
label to conform with the Regulation. Write for J 


sample copy. J 
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General Maximum Price Regulation. © 
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The three ‘“don’ts” are: 

(1) Don’t bring your problems to 
Washington personally. It would 
be physically impossible for OPA’s 
staff at this moment to give every 
retailer the time and individual at- 
tention that such a visit ordinarily 
would warrant. 

(2) Don’t telephone Washington on 
your problem, unless it is of the most 
urgent nature. It probably would be 
impossible to render a snap decision 
on your case. You will receive care- 
fully considered guidance from OPA, 
along with all others, as soon as is 
humanly possible. 

(3) Don’t write in before you have 
carefully read and reread the Regula- 
tion itself and the questions and 
answer summary. In many cases, 
clearer reading will reveal that your 
problem has been anticipated by OPA 
and answered in this or other mate- 


rial to be released shortly. 
* ¢ @ 


Questions and Answers 


—* On Price Ceilings 


“DAY & NIGHT’’ 
esl 


WATER COOLERS 
MEET ARMY & NAVY 
SPECIFICATIONS 


WRITE 
FOR 
YOUR 
COPY 
OF 
BUL- 
LETIN 
NO. 46 


Navy Type Cabinet 
Cooler. Other Models for 
service everywhere, aship 


) " | " I, ly 
- and ashore. 


NIGHT/COOLER DIVISION 
DAY & NIGHT MFG. CO. 


2320 EAST EIGHTH STREET - LOS ANGELES, CALIFORNIA 
. FACTORY REPRESENTATIVES 
CHICAGO . 
Washington Blvd. 
DALLAS — DECATUR, GA. 
Leo J. Freitas, 4408 Stanhope St. . J. E. Parker, 228 Second St. 


Warehouse Stocks at Convenient Shipping Points 


NEW YORK 
A.C. Homeyer, 682 Broadway « Marc Shantz, 
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Mills Condensing Units 


By Mills Novelty Company 
4100 Fullerton Ave., Chicago, Ill. 


KKK KKK KK 


WASHINGTON, D. C.—With the 
object of assisting the nation’s 
2,000,000 retail establishments which 
must display ‘ceiling prices” for 
many articles beginning Monday, 
May 18, under the General Maximum 
Price Regulation, the Retail Trade 
and Services Division of the Office 
of Price Administration has released 
the following information in question 
and answer form: 

1. Q. What merchandise must 
carry a posted maximum price in a 
retail store? 

A. On and after May 18, the 
maximum prices of all items listed 
as “cost-of-living commodities” in 
Appendix B of the General Maximum 
Price Regulation must be publicly 
and prominently posted or marked in 
every retail establishment dealing 
in any of these things. 

2. Q. What about those items 
that come under the ceilings but are 
not contained in the “cost-of-living 
list 7” 

A. While the retailer is re- 
quired to determine his maximum 
prices for these items and to charge 
no more, he does not have to post his 
ceiling prices. 

3. Q. Is the retailer required to 
indicate ceiling prices for merchan- 
dise on display in show: windows or 
advertised in newspapers and on the 
radio? 

A. No. He must display ceil- 
ing prices only in the part of the 
store where merchandise is actually 
offered for sale. 

4. Q. What form must the price 
posting take? 

A. For “cost-of-living” items, 
maximum prices must be identified as 
“Ceiling Price....$ : say 
the retailer may use “Our Ceil- 
ing... .$ 2 

5. Q. Does the “Ceiling Price” 
have to be marked on each individual 
item of merchandise falling within a 
“cost-of-living commodity” class. ? 


A. Not necessarily. A retailer 
may use a simpler means of mark- 
ing wherever that is practical. The 
Regulation permits a storekeeper to 
mark the ceiling price on the shelf, 
bin, rack, or other holder or container 
where the goods are displayed. Ceil- 
ing prices also may be posted on a 
list at or near the point of sale, but 
the merchandise to which such posted 

rices refer must be clearly identi- 
fied. 


8. Q. What statement of maxi- 
mum prices must be filed with OPA? 
A. Each retailer must submit 
to the War Price and Rationing 
Board in his area a list of his maxi- 
mum prices for all cost-of-living 
commodities which he offers for sale. 
This list must be submitted by June 
1. It must contain every article on 
which the retailer is required to post 
or mark his ceiling prices, and must 
include an identifying description for 
each item. If the retailer retains a 
copy of this statement, it will help 
him prepare his “statement of base- 
period prices” which must be avail- 
able in his store on or after July 1. 
9. Q. Does the statement of 
maximum prices for “cost-of-living” 
items to be filed with OPA have to 
be on any particular form? 
A. No particular method is 


required, but the statement should be |/ 


typewritten or neatly prepared in ink 
on paper supplied by the retailer. 
Also, he must be sure to identify 
each “cost-of-living’”’ item clearly. 

10. Q. What does the retailer do 
about keeping the cost-of-living list 
up to date? 

A. On the first of each month, 
the retailer must file a further state- 
ment showing any _ cost-of-living 
items which the retailer has added 
during the previous month, and must 
show his maximum price for each. 

11. Q. What records of prices 
during the March base period should 
the retailer keep? 

A. Three requirements are: 

1. The retailer must preserve 
for OPA examination all records or 
documents relating to his March sell- 
ing prices on all items. 

2. He must prepare by July 1, 
1942, a complete statement showing 
his highest selling price (or, if he 
did not make a sale, his highest. 
offering price) for each item of mer- 
chandise delivered during March. 
Each item must be clearly described 
and identified. 

3. He must also prepare by 
July 1, 1942, a statement of any 
customary allowances, discounts, or 
price differentials which were avail- 
able in his store during March to 
any classes of customers. 

12. Q. Specifically, what types of 
records or documents relating to 
March prices shoud be preserved? 

A. Any records which might 
help the retailer to demonstrate 
what his March prices were. These 
include sales books or charge books, 
duplicate customer sales slips or 
receipts, unit control records, mark- 
up and mark-down records, his own 
or manufacturers’ retail price lists, 
and suppliers’ invoices on which the 
retailer has marked his retail prices. 

13. Q. Must the retailer submit 
the statement of his base period 
prices and discounts to OPA? 

A. No, he simply must keep it 
available in his store, on and after 
July 1, for check by any person. 

14. Q.. Must the statement of 
base-period prices be kept in any 
particular form? 

A. No, but most retailers will 
probably find it convenient to keep 
this statement in the form of a 
“maximum price book” or “maximum 
price list,” either for the whole store 
or by departments. Such a listing 
could also record information about 
maximum prices of goods carried 
after May 18, but not sold during 
March, 1942. 

15. Q. How should merchandise 
be described in the statement of 
base-period prices kept in the store, 
and in the statement of maximum 
prices on cost-of-living items filed 


Ansul is continuing to accept and deliver orders 
for all Ansul products. We assure our jobbers 
and their customers that, as far as we can see, for 
basic reasons, Ansul will continue to do this. 


Ansul Chemical Company, Marinette, Wis. 


AN SUL METHYL CHLORIDE 


SULPHUR DIOXIDE 


“with OPA? 

A. So that any item can be 
readily identified by any person look- 
ing at the statement. The name of 
the article should be given, together 
with additional description, such as 
the brand or style name, the manu- 
facturers’ or suppliers’ name, the 
size grade or weight, the manufac- 
turer’s lot or style number, the re- 
tailer’s lot number, the material from 
which the item is constructed, or any 
other identifying characteristics. 

16. Q. Suppose a retailer does 
not have a complete record of his 
March prices? 

A. He should make the best 
use he can of what records he does 
have, plus any other available in- 
formation. He may get assistance, 
for example, by checking his pur- 
chase invoices. Above all, he should 
guard against recording his April 
or May prices where he has the least 
reason to believe that such goods 
were marked up after March. 

17. Q. What current records 
must the retailer keep after May 18? 

A. Two requirements are: 

1. He must continue to make 
and preserve the same types of 
records relating to prices which he 
customarily kept, such as his retail 
price lists; duplicate sale or charge 
slips, mark-up and mark-down 
records, or invoices with retail prices. 


2. He is required, after May 
18, to maintain records which show 
clearly the basis on which he deter- 
mined any maximum price in the 
store. In the case of goods sold in 
March, his statement of base-period 
prices will satisfy this requirement. 
But for goods which he did not sell 
in March and, therefore, on which 
he had to determine a maximum 
price in accordance with the provi- 
sions of the Regulation, he must show 
how he arrived at the price. That is, 
if he used the price of a similar item 
sold in March, he must identify the 
similar item and state its ceiling 
price; if he took a competitor’s price 
on the same or a similar item, he 
must identify the competitor and the 
the competitor’s commodity and 
price; or, if he used the pricing for- 
mula in Appendix A of the Regula- 
tion, he should preserve a copy of the 
report filed with OPA. 


More than 20 years of high rep- 
utability...in every kind of refrig- 
eration service... has established 
the name “Lipman” as a BUY 
word that breaks down sales 
resistance. Make this reputation 
your sales asset... for greater 
profit and better cus- 
tomer satisfaction, 


GENERAL REFRIGERATION DIVISION 
Yates-American Machine Co. 


Dept. AC-1 Beloit. Wisconsin 


Servicing commercial 
refrigeration equipment 
is vitally important 
NOW. You can de- 
pend on Penn Controls. 


tant > wag 


“For 1942 most complete range of styles and m 
sizes. —- 12 to 71.5 cu. ft.—in the industry. 
_ New modern. styling — priced for real value. 


Mfg. Company 
GALESBURG, ILLINOTS 


There is a serious cylinder shortage. We 
cannot obtain new cylinders. 
delays in your deliveries — by returning 
each of your empties quickly! Send them 
back the same day-it will be appreciated. 


CG Artic 


Prevent 


Cylinder deposits are repaid imme- 
diately upon return of your empties 


METHYL CHLORIDE 


: “Wilmington, Var. 
© National Ammonia Division 
Frankford P.O. Philadelphia, Pa. 
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AIR CONDITIONING & REFRIGERATION NEWS, MAY 18, 1942 


Bulletin Edition 


R. I. Petrie Dies; Held Top Sales Jobs 


president and general manager of the 
Barlow & Seelig Mfg. Co., Ripon, 
Wis., and director of its subsidiary, 
the American Ironing Machine Co. 

At Crosley, he directed the sales 
operations of the manufacturing 
division. Until war requirements 
brought to an end the production of 
the company’s electrical appliance 
products, he directed the distribution 
of Crosley’s peace-time merchandise. 

Since its conversion to war produc- 
tion, he had supervised the sales 
activities of the company’s Govern- 
ment products division and directed 
the contact operations in connection 
with the company’s war work. 


CINCINNATI — Robert I. Petrie, 
vice president and general sales man- 
ager of the manufacturing division, 
The Crosley Corp., died suddenly in 
Cincinnati on Friday, May 8, after a 
short illness. He was 47 years old. 

Mr. Petrie was a native of Scotland 
and came to this country as a boy. 
His family settled in Hamilton, 
Ss Ont., where his mother, a brother, 


and seven sisters still live. 

For 15 years, he was connected 
with the Nash-Kelvinator Corp., ad- 
vancing through several responsible 
positions until he became sales man- 
ager. 
Crosley Corp. 


From 1938 until he joined The 
in July, 1940, he was 
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Wing Cap 
Valve... 
TYPE 203 


NON-FERROUS ALLOY MEETS GOVERNMENT SPECIFICATIONS 
Solder connections machined directly in valve body. Has 
patented rotating self-aligning tapered stem-disc. Resili- 
ent packing. Valve is back-seating, permitting repacking 
under pressure. Wing cap can be inverted and its socket 
used to operate valve Cap sealing on bonnet provides 
additional protection against leaks. Unrestricted flow 


For Freon and 
Methyl Chloride 


HENRY VALVE CO. 


1001-19 N. SPAULDING AVE. 
CHICAGO, ILLINOIS 
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REFRIGERATION PRODUCTS 


Humi-Temp Forced Convection Units—Patented 
CROSS-FIN-COILS—Bare Tube Coils—Zinc Fused 
Steel Plate Coils—Disseminator a Ex- 
changers—Evaporative C 
Water Coolers— 


LARKIN 


See Your Jobber or Write Direct 


= LARKIN COUS, INC. 
- MEMORIAL DR., S. E., ATLANTA, GA. 


* FOR Locker Plants, Sharp 
Freezing, lce Cream Cabinets, Hardening 
\ Rooms, Soda Fountains, Storage Rooms, Milk 
\\ Coolers, Liquid Cooling, Food Counters and 

>» Other similar uses. 
Write us today for complete LtivetsilViin and catalog 


“STANGARD.- s in ahcoucadate” CORP. 


Mt! Oliver Street ok ‘ie iets Mamnrts 2 N. © 


Specialists in the 


Get Our Quick SERVICE 


on Parts and Supplies 
for REFRIGERATION 
and Air Sata ladld 


1728 S. MICHIGAN AVENUE, CHICAGO, ILLINOIS — 
3 CHICAGO BRANCHES, NORTH, WEST, SOUTH 


Industry Conference 
Debates Questions 
On Repair Order 


(Concluded from Page 1, Column 1) 
ticularly true in the case of a some- 
what complicated order such as 
P-126. 

“It is all right to get off-hand inter- 
pretations from meetings such as 
these or from those who are close 
students of the priorities situation, 
but please remember that the only 
interpretations which will really hold 
water if put to the test are those 
passed by the legal division of the 
WPB. There is only one ‘correct 
interpretation’ of every order.” 


QUESTIONS ON P-126 


From the tenor of the questions 
asked at the All-Industry Conference, 
considerable confusion exists about 
some of the provisions of P-126, the 
repair parts preference rating order 
for commercial refrigeration equip- 
ment, and particularly about the 
method of obtaining Form PD-399, on 
which application must be made for 
appointment by WPB as an “Emer- 
gency Service Agency,” entitled to 
use P-126. 


These are some of the more or 
less contradictory things that came 
out about the PD-399 form at 
Chicago. 

1. On the first day of the meeting 
no one had apparently seen one of the 
PD-399 forms. Mr. Williams of the 
WPB explained this by pointing out 
that the huge printing order on the 
sugar rationing forms had stopped 
work on the printing of practically all 
other orders. 

2. While the official WPB release 
accompanying the order stated that 
the application (Form PD-399) would 
be issued only by the Air Condition- 
ing and Commercial Refrigeration 
Branch of the WPB, and then only 
to lists of service companies sub- 
mitted by jobbers, Mr. Williams in- 
dicated that requests from _inde- 
pendent service firms in the field 
would probably be honored. The 
order does specifically state that the 
serviceman can represent an owner or 
lessee of air conditioning and com- 
mercial refrigeration equipment, and 
the suggestion was made that serv- 
icemen who don’t get on a list might 
have a group of owners “petition” 
for him to receive an application. 

3. To top it all off, a Chicago re- 
frigeration parts and supplies whole- 
saler turned up on the second day of 
the meeting with a PD-399 form, 
which he said was being given out 
by the Chicago WPB office to anyone 
requesting them. 

Mr. Williams advised independent 
servicemen to wait for a few days or 
possibly a week or so and if they 
didn’t receive an application form by 
that time, to take their own steps 
toward getting one. 


USE P-126 OR P-100? 


One of the most pertinent ques- 
tions asked was, 

“Is P-100 to be superseded by 
P-126.” 

In the absence of anything on this 
subject in P-126 itself and because 
there has not been time for an in- 
terpretation of this point no official 
answer was forthcoming. 

The opinion was expressed, how- 
ever, that P-100 might possibly be 
continued to be used by a refrigera- 
tion service organization until such 
time as his appointment as an 
“Emergency Service Agency” came 
through; or by part-time servicemen 
who would not qualify for appoint- 
ment; or for items such as tools 
which possibly aren’t covered by 
P-126. 

“Can a supplier accept orders via 
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long distance phone for orders which 
are said to carry a rating under 
P-126?” was one of the questions 
asked. 

Again, this is a matter on which 
there is no official interpretation. 
However, Mr. Williams pointed out 
that this is a matter between the 
supplier and his customer, a ques- 
tion of confidence that must be deter- 
mined in individual cases. 


MORE LIMITATION ORDERS 


First limitation orders will prob- 
ably apply to condensing units and 
possibly packaged commercial equip- 
ment. Others will likely be worked 
out for evaporators, chilling units, 
display cases, and perhaps some other 
branches of the industry. 

“Overall function of the Air Con- 
ditioning and Commercial Refrigera- 
tion Branch,” said Mr. Williams, ‘“‘is 
to interpret the policies and program 
of the government as they relate 
specifically to the industry. 

“The Branch will impose no more 
limitations upon the industry than 
those which are necessary to the War 
Economy. 

“We have no favors to give, no 
friends to favor. 

“In our job we will represent the 
industry to see that it gets its fair 
share of materials, but we must all 
see that the industry takes its fair 
share of the War burden with others.” 

Asserting that “refrigeration now 
serves a cross section of all American 
industry, as well as preserving its 
food, and it is essential that it keep 
equipment operating,” Mr. Williams 
declared that the P-126 order is de- 
signed to do just that thing. 

Mr. Williams also advised the All- 
Industry Conference attendees that 
the amendment to Order L-79, the 
restrictive order on plumbing supplies 
which prohibited the sale of items 
necessary for water-cooled refrig- 
erating systems, had been written 
and should have final approval within 
a week. 

There was considerable discussion 
about the manner of securing parts 
for household refrigerator repair 
parts, with opinion being divided 
between the use of PD-1A forms, or 
the use of the PD-1X form by the 
refrigeration parts and supplies job- 
ber. The latter would seem more 
logical, because with this form the 
jobber applies for a minimum inven- 
tory and sells the equipment he gets 
without priorities. 


Copper Tubing on A-1-K 
Under M-9-A Change 


CHICAGO—Most opinion expressed 
here by manufacturers, in the ab- 
sence of any official interpretations 
by WPB, is that the May 7 amend- 
ment to order M-9-a freezes stocks of 
copper tubing in the hands of whole- 
salers of refrigeration equipment and 
supplies. 

It is possible that some interpreta- 
tion by the WPB in the near future 
may change this strict “letter of the 
law” interpretation. Text of the 
amendment is as follows: 

Amendment to General 
Preference Order M-9-a 

(a) Section 933.2 (General Prefer- 
ence Order M-9-a, as Amended Jan. 
7 and Feb. 6, 1942, paragraph (d) is 
hereby amended to read as follows: 

(d) Deliveries by all others except 
Refiners. Except as otherwise spe- 
cifically authorized by the Director, 
orders for Copper from Dealers and 
orders for Copper Base Alloy and 
Copper Products from any Brass 
Mill, Wire Mill, Warehouse’ or 
foundry must be accepted and filled 
by them in accordance with Priority 
Regulation No. 1 as the same shall 
be amended from time to time except 
that no such order shall be accepted 
or filled by any such Person which 
does not bear a preference rating of 
A-1-k or higher.” 

(b) This amendment shall be effec- 
tive immediately. 

Issued this 7th day of May, 1942. 

J. S. Knowlson, 
Director of Industry Operations 


Raymond Goodrow Dies; 
Headed Sherer-Gillett 


MARSHALL, Mich. — A sudden 
heart attack proved fatal Monday 
morning, May 11, to Raymond W. 
Goodrow, president of Sherer-Gillett 
Co. here, manufacturer of commer- 
cial refrigerators. 

Before comiig to Sherer-Gillett 
here in 1928, Mr. Goodrow was credit 
manager for Armour & Co. and 
Sherer-Gillett Co., both in Chicago. 

Mr. Goodrow was the treasurer of 
the National Commercial Refrigera- 
tor Manufacturers’ Association. 


Former Employes Will 
Operate E.T.L. Co. 


NEW YORK CITY — The new 
Electrical Testing Laboratories, Inc., 
organized by a group of former em- 
ployes of Electrical Testing Labora- 
tories, has purchased the plant and 
equipment of the disolved firm, Pres- 
ton S. Millar, president announces. 

Formerly controlled by various 
electrical utility companies, Electrical 
Testing Laboratories is now in proc- 
ess of liquidation. 

Electrical Testing Laboratories, 
Inc. will engage in the business of 
electrical and general testing, inspec- 
tion, research, and certification. 
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‘Dependable Refrigerants 


VIRGINIA SMELTING CO. 


WEST NORFOLK, VIRGINIA 
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Curtis Refrigerating Machine Division 


of Curtis Manufacturing Company 
1912 Kienlen Ave. St. Louis, Mo. 
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Maximum Performance 
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PENN BRASS & CopPER Co. 
ERIE, PENNA. 
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ARLO 


COIL COMPANY 


see 


edders. COILS 


AND HAVE THE ADVANTAGES OF 
«ALL COPPER CONSTRUCTION 


FEDDERS MFG. CO. BUFFALO, N. Y. 


MUELLER BRASS CO. 
Port Huron, Mich. 
TRIPLE SEAL DIAPHRAGM 
VALVE 
Longer Diaphragm Life 
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A-9 or Better Is 
Required For All 
Commercial Jobs 


(Concluded from Page 1, Column 3) 
tion of food and food products only 
in those expanding defense com- 
munities where adequate minimum 
facilities do not exist in the opinion 
of the WPB. 

(b) Production, processing, trans- 
portation, storage, preservation, and 


> 


eZ 
WG 


KEROTEST MANUFACTURING CO. 
: PITTSBURGH, PA. al 


MANHATTAN 


Ap V-BELTS 


Grips the grooves... 

stops slip—flexible 

construction for uniform 
oo oo 


LONGER 


SILENT 
WEA 
ie ee con- RU N N ING 


Smooth running and 
noiseless on high- 
speed drives, 


struction resists in- 
ternal heat and 
side wear, 
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' ef Raybestos-Manhattan, Inc. 


Townsend Street Passaic, New Jersey 
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Bushings 
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Wagner Electric Corporation 


6441 Plymouth Avenue, Saint Louis,Mo UWS.A. 
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MASTERBUILT Lockers In Use 
Investigate the 

Saf-T-Loc Individual Locker 
the popular locker sold onl thru 
refrigeration and insulation distribu- 
tors. Write for particulars. 

Master Refrigerated Locker Systems, Inc. 

121 Main St. Sioux City, lowa 
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CHICAGO SEAL CO. 
20 North Wacker Dr., Chicago 


MODERN EQUIPMENT CORP., DEFIANCE. OHIO 


SHELL and 


sin tuse CONDENSERS 


Combination of Water Cooled 


Condenser and Liquid Receiver 


-TRENTON CO. 


TRENTON, N. J. 


distribution of milk and dairy prod- 
ucts. (This does not include equip- 
ment for the manufacture, sale, or 
distribution of ice cream, frozen con- 
fections, carbonated or malt bever- 


ages.) 
(c) Mining, manufacturing proc- 
esses, communications equipment, 


and processing methods (including 
water and liquid cooling) where con- 
trol of temperature or humidity can 
be proved necessary to production of 
the product or products. 

(d) Ice manufacture and storage 
only where in the opinion of the WPB 
adequate facilities do not now exist. 

(e) Miscellaneous applications in 
connection with testing and re- 
search laboratories; defense produc- 
tion drafting rooms which can dem- 
onstrate proof of actual,need; operat- 
ing rooms in regularly constituted 
hospital buildings; preservation of 
drugs, medicine and serums; mortu- 
aries (body storage); production in- 
spection test room. 

“Mr. Fernald made it plain that 
nothing in these five categories of 
‘essential” uses could be interpreted 
as indicating that approval might 
be given to any application for new 
equipment designed for personal com- 
fort. 


TEXT 


Section 1071.1—GENERAL 
LIMITATION ORDER L-38 


(a) Applicability of Priorities Regu- 
lation No. 1. This Order and all 
transactions affected thereby are sub- 
ject to the provisions of Priorities 
Regulation No. 1, as amended from 
time to time, except to the extent that 
any provision hereof may be incon- 
sistent therewith, in which case the 
provisions of this Order shall govern. 


(b) Definitions. For the purpose of 
this Order: 


(1) “Refrigeration and Air Condi- 
tioning Equipment” means any type of 
machinery equipment or other appara- 
tus (except a Domestic Mechanical 
Refrigerator as defined in paragraph 
(b) (2) hereof and except a Domestic 
Ice Refrigerator as defined in para- 
graph (b) (3) hereof) which is pri- 
marily designed to lower the tempera- 
ture of matter, or to regulate the tem- 
perature or humidity of air, by 
mechanical, chemical, or physical 
means, and_includes all insulated en- 
closures, materials, parts, implements, 
and devices used with such machinery, 
equipment, or apparatus in causing 
it to perform its function of refrigera- 
tion or air conditioning. 


(2) “Domestic Mechanical Refriger- 
ator means any refrigerator for house- 
hold use which operates either by 
compression or absorption and which 
has a net capacity of 16 cubic feet or 
less (National Electric Manufacturing 
Association rating) but does not in- 
clude any low temperature mechanical 
refrigerator designed for the storage 
of frozen foods or for the quick 
freezing of food where the low tem- 
perature compartment customarily 
operates at a temperature of not 
higher than 15 degrees above zero 
Fahrenheit and contains 75% or more 
of the total refrigerating space in the 
refrigerator. 


(3) “Domestic Ice Refrigerator” 
means any Nnon-mechanical ice chest 
or ice box for home use. 


(4) “Producer” means any person 
who manufactures any Refrigerating 
and Air Conditioning Equipment. 


(5) “Preferred Order” means any 
order or contract for Refrigerating 
and Air Conditioning Equipment to 
be delivered to or for the account of 
the Army or Navy of the United 
States, the United States Maritime 
Commission, the Panama Canal, the 
Coast and Geodetic Survey, the Coast 
Guard, the Civil Aeronautics Author- 
ity, the National Commission for 
Aeronautics, the Office of Scientific 
Research and Development, or any 
foreign country pursuant to the Act 
of March 11, 1941 entitled “An Act to 
Promote the Defense of the United 
States” (Lend-Lease) or any order or 
contract for such equipment to or for 
the account of any person who has re- 
ceived an order or certificate of the 
Director of Industry Operations as- 
signing a preference rating of A-9 or 
higher specifically to the delivery of 
an item or items of such equipment 
and issued to and designating the per- 
son seeking to purchase said item or 
items or any order or contract for 
such equipment to which has been as- 
signed a preference rating by opera- 
tion of Preference Rating Order No. 
P-126 (Material for Emergency Serv- 
icing of Refrigerating and Air Con- 
ditioning Machinery and Equipment, 
issued April 20, 1942) as amended 
from time to time. 


(6) “Unused” when applied to Re- 
frigerating and Air Conditioning 
Equipment means any such equipment 
which has never been sold and de- 
livered to an ultimate consumer. 


(c) Prohibiting Sale of Refrigerating 
and Air Conditioning Equipment. 

(1) Except to fill a Preferred Order, 
no Producer, dealer, or other author- 
ized channel of distribution of Re- 
frigerating and Ai Conditioning 
Equipment shall, after the effective 
date of this Order install any unused 
Refrigerating and Air Conditioning 
Equipment and no Producer, dealer, 
or other authorized channel of dis- 


tribution shall sell, lease, trade, lend, 
deliver, ship, or transfer any such 
unused equipment except to other pro- 
ducers, dealers, or other authorized 
channels of distribution for resale; 
and no person (with the exception of 
other producers, dealers, or other 
authorized channels of distribution for 
resale) shall accept any sale, lease, 
trade, loan, delivery, shipment, trans- 
fer, or installation of any unused 
Refrigerating and Air Conditioning 
Equipment. 

(d) Restricting Production of Re- 
frigerating and Air Conditioning 
Equipment. 


(1) During the period May 15, 1942 
to June 30, 1942, no Producer shall 
produce any item of Refrigerating and 
Air Conditioning Equipment in excess 
of the greater of the two quantities 
of such item determined as indicated 
in (i) and (ii) below: 


(i) The number of such item for 
which the Producer has on hand un- 
filled Preferred Orders; 


(ii) The number of such item de- 
livered on Preferred Orders during 
the period April 1, 1942 to May 15, 
1942. 


(2) During any calendar quarter, 
commencing with the calendar quar- 
ter beginning July 1, 1942, no Producer 
shall produce any item of Refrigerat- 
ing and Air Conditioning Equipment 
in excess of the greater of the two 
quantities of such item determined as 
indicated in (i) and (ii) below: 

(i) The number of such item for 
which the Producer has on hand un- 
filled Preferred Orders; 


(ii) The number of such item de- _ 
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livered on Preferred Orders during 
the next preceding calendar quarter. 

(e) Prohibiting Production of Spe- 
cific Items. 


(1) For a period of 90 days from 
the effective date of this Order, no 
Producer shall produce any of the 
following equipment except for the 
order or contract of the Army or Navy 
of the United States or the United 
States Maritime Commission. There- 
after no Producer shall produce any 
of the following equipment for any 
purpose: 

(i) Self-contained or remote Draft 
Beer Dispensers, including storage 
cabinets and/or water chilling devices 
which are a part of the dispensing 
system. 

(ii) Carbonated Beverage Dispen- 
sers, 


(iii) Bottled Beverage Coolers 
whether of reach-in, counter, or self- 
contained type. 


(iv) Low Temperature Mechanical 
Refrigerators having a net capacity 
of 8 cubic feet or less designed for 
the storage of frozen foods or for the 
quick-freezing of food. 


(v) Self-contained Room Coolers 
and Window Type Air Conditioners 
having a rated capacity of less than 
2 horsepower or a refrigerating capac- 
ity or less than 2 tons (American 
Society of Refrigerating Engineers’ 
Specifications). 


vi) Fountainette Type Soda Foun- 
tains. 

vii) Florist Boxes and Florist Dis- 
play Cases. 

(f) Avoidance of Excessive Inven- 
tories. No Producer shall accumu- 
late for use in the production of 
Refrigerating and Air Conditioning 
Equipment inventories of raw mate- 
rials, semi-processed materials, or 
finished parts in quantities in excess 
of the minimum amount necessary to 
maintain production of such equip- 
ment to the extent permitted by this 
Order provided that nothing herein 
shall prevent a Producer from accu- 
mulating materials to the extent per- 
mitted by any application to him of 
the Production Requirements Plan 
(Preference Rating Order No. P-90.) 

(g)Records. All persons affected by 
this Order shall keep and preserve for 
not less than two years accurate and 


complete records concerning inven- 
tories, production, and sales. 
(h) Audit and Inspection. All rec- 


ords required to be kept by this 
Order shall, upon request, be sub- 
mitted to audit and inspection by duly 
authorized representatives of the War 
Production Board. 

(i)Reports. Each manufacturer to 
whom this Order applies shall file 
with the War Production Board such 
reports and questionnaires as said 
Board shall from time to time require. 


(j) Violations. Any person who 


willfully violates any provision of this 
Order, or who, in connection with this 
Order, willfully conceals a material 
fact o- furnishes false information to 
any department or agency of the 
United States is guilty of a crime, and 
upon conviction may be punished by 
fine or imprisonment. In addition, 
any such person may be prohibited 
from making or obtaining further de- 
liveries of, or from processing or 
using, material under priority control 
and may be deprived of priorities as- 
sistance. 


(k) Appeal. Any person affected by 
this Order who considers that com- 
pliance therewith would work an ex- 
ceptional and unreasonable hardship 
upon him, or that it would result in 
a serious problem of unemployment 
in the community, or that compliance 
with this Order would disrupt or im- 
impair a program of conversion from 
non-defense to defense work, may 
apply for relief by addressing a letter 
to the War Production Board, setting 
forth the pertinent facts and the 
reasons why such person considers 
that he is entiled to relief. The 
Director of Industry Operations may 
thereupon take such action as he 
deems appropriate. 


(1) Communications. All reports to 
be filed, appeals, and other communi- 
eations concerning this Order should 
be addressed to the War Production 
Board, Washington, D. C. Ref.: L-38. 

(m) Effective Date. This Order 
shall take effect on the date of its 
issuance and shall continue in effect 
until revoked. 


Issued this 15th day of May, 1942. 


CLASSIFIED 
ADVERTISING 


RATES for “Positions Wanted,” 5¢ per 
word; minimum charge, $2.50. Three 
consecutive insertions, 12%¢ per word; 
minimum charge $6.25. 


FRANCHISES AVAILABLE 


ROYAL announces an exclusive line of 
Wall Type Beer Display and Storage 
Cabinets. Remote and self-contained type. 
Featuring up and down sliding doors— 
fifteen case to one hundred and ten case 
eapacity, requiring little floor space. 
Porcelain finish interior and exterior, neon 
lighting. Limited number of established 
dealers desired. Write at once for full 
details. ROYAL STORE FIXTURE COM- 
PANY, 847 North Broad Street, Philadel- 
phia, Pa. 


USE ONLY 
GENUINE . 


GRUNOW 
PARTS 


Write For Name Of Jobber Nearest You 


Grunow Authorized Service, Inc. 
4313 W. Fullerton Ave. Chicago, Ill. 


Refrigeration is more necessary now than ever. Foods are 


precious, must not be wasted. .. . Koch is still making 


refrigerators for groceries, restaurants, and institutions. Koch 
refrigerators are ESSENTIAL for food preservation and business preservation. 


REFRIGERATORS 


NORTH KANSAS CITY, MO. 


KOCH HAS BEEN MANUFACTURING AMERICA'S FINEST REFRIGERATORS SINCE 1883 
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COMPLETE 
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Wks 


YLER dealers make money every year, with 
the complete Tyler line. Strong welded- 
steel construction, appealing design — priced 
right. Sales possibilities everywhere. Write Tyler 
Fixture Corporation, Dept. A-3, Niles, Michigan. 
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any cans. 
WRITE FOR FULL DETAILS 
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The “‘ZERO-FLOW’” Cooler (Illustrated) 
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SYSTEMS OF COOLING a 

Get your full share of the milk-cooling 
business by handling Wilson “Life-Tested” 
Milk Coolers for the cooling and sto of 
milk and cream. Thousands of W: nm 
Coolers are being sold in 1942. If you are a Ke: 
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WILSON CABINET CO. 
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AIR CONDITIONING & REFRIGERATION NEWS, MAY 11, 1942 


STANGARD-_~ 
PRIME SURFACE (old Plates 


FOR MAXIMUM EFFICIENT REFRIGERATION 


* FOR Locker Plants, Sharp Freezing, Ice Cream Cabinets, Hardening Rooms, 
Soda Fountains, Storage Rooms, Milk Coolers, Liquid Cooling, Food Counters 
and other similar uses. 

Write us today for complete information and catalog 


Specialists in the 
Manufacture of 
all types of 
COLD PLATES 


Stangard facilities are contributing to the production of materials for our 
National Defense 


TT Pree 


- Stangar 


- efe 


erson Corp., 46-76 Oliver st., Newark, N. J 
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TIE UP WITH 


TYLER / 


—_-- 

— dealers make money every year, with 
the complete Tyler line. Strong welded- 
steel construction, appealing design — priced 
right. Sales possibilities everywhere. Write Tyler 
Fixture Corporation, Dept. A-3, Niles, Michigan. 


oT ay ALA: WELDED STEEL 


REFRIGERATORS 


Meat Display Cases. Top 
Display and Double Duty. 


ee STREAMLINER J 
VEG4-CASE 


ee Increase 
- your Income the PERCIVAL way 
Sell the “Dealer’s Choice’—the line that’s COMPLETE 
in model, —- Ine and price—the PERCIVAL LINE. 
Write for ai money-making proposition. PROMPT 
Y of most stock items during this quarter. 
“1886—56 years of Satisfactory Service—1942” 


GENERAL 
LINE 


ALL PORCELAIN 

BETTER LIGHTING 

TESTED OPERATION 
TROUBLE-FREE 
GOOD-LOOKING 

HIGH QUALITY 

LOWEST PRICE—NO EXTRAS 


Best Dealer Proposition. 
Write Today! Dept. G-6 


5th and BAINBRIDGE STS., 
PHILADELPHIA, PENNA. 


play and storage cabinets 


GENERAL REFRIGERATOR CO. 


PATENTS 


Weeks of April 14 & 21 


2,279,305. THERMOSTAT. George For- 
rest Drake, ‘Rockford, Ill., assignor to 
Barber-Colman Co., Rockford, Ill., a cor- 
poration of Illinois. Application Jan. 17, 
1938, Serial No. 185,388. 9 Claims. (Cl. 
200—139.) 

1. A thermostat adapted to be mounted 
on the wall of a room and having a 
horizontally extending contact carrying 


e element movable 

Py ad i. 78s vertically in  re- 

‘ rt s 7 c Fs sponse to ambient 
we Tao 6, temperature 


oe “= ka changes, a contact 
f wey oF ngs 2. jy cooperating with 
9p a the contact of said 
= element, a housing 
0) tg de ds enclosing said ele- 
si ment and apertured 
for the circulation of air therearound, a 
closure within said housing around said 
contacts and one end portion of said ele- 
ment, and means within said housing 
operable to prevent dust particles settling 
on said element exteriorly of the housing 
from creeping along the element and onto 
the active surfaces of said contacts. 


2,279,484. REFRIGERATED DISPLAY 
CASE. Clarence F. Munshower, Columbus, 
Ohio, assignor to Colbar, Inc., Columbus, 
Ohio, a corporation of Ohio. Application 
Oct. 17, 1940, Serial No. 361,588. 5 Claims. 
(Cl. 62—89.5.) 


1. A display case comprising a housing, 
a refrigerated shelf structure of stepped 
form stationarily mounted within said 
housing, and means arranged at the back 
of said shelf structure and within the 
housing for circulating air from adjacent 
the bottom of the shelf structure to the 
top thereof. 


2,279,535. REFRIGERATING APPARA- 
TUS. Carl A. Stickel, Dayton, Ohio, as- 
signor to General Motors Corp., Dayton, 
Ohio, a corporation of Delaware. Applica- 
tion Feb. 28, 1939, Serial No. 258,968. 10 
Claims. (Cl. 236—44.) 


10. In combination, an air tempering 
means, a control means for said air tem- 
pering means, said control means including 
a fluid motor operating means and a 
plurality of thermostat bulbs operably 
connected to said operating means, one of 
said thermostat bulbs being responsive to 
dry bulb temperatures and being charged 
with absorbent material effective substan- 
tially in the proportion that dry bulb 
temperatures influence the effective tem- 
perature in the operating range, another 
of said thermostat bulbs being responsive 
to wet bulb temperatures and being 
charged with absorbent material effective 
substantially in the proportion that wet 
bulb temperatures influence the effective 
temperature in the operating range, said 
thermostat bulbs being charged with a 
gas capable of being absorbed by the 
absorbent material. 


2,279,558. REFRIGERATION DEVICE. 


a \ ; ? 


® 


5 


Glamour is as necessary to the modern mar- 
ket as sanitation and smart merchandising. 
That’s why merchants want K-Beam, for 
K-Beam makes fine products glamorous, ap- 
pealing, and irresistible. Products are shown 
in true natural colors, yet look finer than ever. 
K-Beam is a system available only in Koch 
cases. It, and other distinctive Koch features, 
makes Koch the outstanding display case. 
Write today for complete details, open ter- 
ritories, and the Koch distributor plan. 


Leonard F. Clerc, Chicago, Dll. Applica- 
tion Sept. 20, 1940, Serial No. 357,573. .12 
Claims. (Cl. 62—89.5.) 

1. In a refrigeration device, including 
an outer shell, an inner shell, and coils 
of a refrigerating machine in contact with 
said inner shell, the combination of a 
storage section rotatable in the space 
defined by said inner shell, the said stor- 
age section consisting of two or more 
shelves secured to one another by means 
of perforated walls, there being also a 
display section comprising another shelf 
positioned above said storage shelves, and 
means including tracks for supporting 
said shelves. 


2,279,582. CONTROL DEVICE. Philip 
S. Russel, Detroit, Mich. assignor to 
Detroit Lubricator Co., Detroit, Mich., a 
corporation of Michigan. Original appli- 
cation May 14, 1935, Serial No. 21,353. 
Divided and this application June 8, 1938, 
Serial No. 212,545. 9 Claims. (Cl. 236—44.) 

1. A control device for arrangement 
with the inside surface of a window pane 
or other heat transmitting room wall sur- 

1 face comprising an 


4. — element responsive to 
‘ OM, an air condition at 
p> said inside surface, 

of akg and a movably mount- 
AWA ed supporting means 

5455 carrying said element 

5 and operable in one 


position to hold said 
element in close proximity to said inside 
surface and operable in another position 
to hold said element out of such proxim- 
ity and in spaced relation to said inside 
surface. 


2,279,657. AIR CONDITIONING SYS- 
TEM. Robert B. P. Crawford, Miami, Fla. 
Application Feb. 6, 1939, Serial No. 254,839. 
14 Claims. (Cl. 62—6.) 


EI 


in combination, a 
refrigeration system having an evaporator 


heating and cooling, 


device and a condenser device, a heat 
exchanger in heat exchange relationship 
with a medium to be conditioned, a stor- 
age tank for fluid, means for selectively 
connecting said heat exchanger into fluid 
circulating relationship with either said 
evaporator device or condenser device 
while maintaining said storage tank con- 
nected for receiving fluid from one of 
said devices, a flow controller for con- 
trolling the flow of fluid through said 
one device, and means responsive to the 
temperature of the fluid for controlling 
said flow controller. 


2,279,787. AIR CONDITIONING APPA- 
RATUS. Leroy G. Huggins, Mansfield, 
Ohio, assignor to Westinghouse Electric 
& Mfg. Co., East Pittsburgh, Pa. a 
corporation of Pennsylvania. Application 
Aug. 6, 1937, Serial No. 157,681. 9 Claims. 
(Cl. 62—6.) 


6. In air cooling and dehumidifying 
apparatus, the combination of evaporator 
means, variable capacity compressor means 
and a condenser connected in a refriger- 
ant circuit, means operable automatically 
to increase and decrease both the portion 
of the evaporator means containing liquid 
refrigerant and the rate of fluid transla- 
tion (by volume) of the compressor means 
in response to increase and decrease, re- 
spectively, in temperature of air, and 
means operable automatically to increase 
said rate of fluid translation and thereby 
also the ratio of said rate of fluid transla- 
tion to the portion of the evaporator 
means containing liquid refrigerant in 
response to increase in humidity of air. 


2,279,804. REFRIGERATION APPARA- 
TUS. John G. Walz, Holyoke, Mass., 
assignor to Westinghouse Electric & Mfg. 
Co., East Pittsburgh, Pa., a corporation 
of Pennsylvania. Application April 15, 
1939, Serial No. 267,983. 9 Claims. (Cl. 
62—104.) 


Li 


: 


6. In a refrigerator, the combination’ of 
a circular insulated chamber providing a 
storage space for the articles to be refrig- 
erated, a cooling unit in the upper por- 
tion of said chamber, a fan below said 
cooling unit, a shroud for conducting the 
condensate of said cooling unit to said 
fan, a rotatable platform in said chamber 
for supporting the articles to be refrig- 
erated, an access opening in the side wall 
of said chamber, and a door for said 


opening, said . rotatable platform being 

i 
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arranged to convey articles stored thereon 
adjacent said access opening, said fan 
being arranged to circulate the air of 
said chamber through the cooling unit 
and across the articles to be refrigerateg 
and to spray the condensate of said cool- 
ing unit over said articles. 


2,279,847. REFRIGERATING CAR. Harry 
Y¥. Stebbins, Los Angeles, Calif., assignor 
to General American Precooling Corp. 
Chicago, Ill., a corporation of Delaware, 


Application Oct. 21, 1940, Serial wWo, 
362,132. 10 Claims. (Cl. 62—24.) 
ae wanes 
7 a § 
oymoa)* “~*~ * (oFA5)~ 


x» 


1. In combination with a refrigerator 
car having a refrigerant compartment at 
one end and a load-receiving space open- 
ing into said compartment, means for 
forcing air into said compartment com- 
prising air-forcing means, a duct of non- 
rigid material communicating with said 
air-forcing means and with the opening 
to said compartment, means releasably 
holding said duct in communication with 
said opening, and means on said duct 
accessible for operation by the operator 
without mounting the load for actuating 
said third-named means to release said 
duct and serving as a means to move 
said duct along the load. 


2,279,888. CONTROL SYSTEM. Walter 
V. Hobbs, Columbus, Ohio, assignor to 
Ranco, Inc., Columbus, Ohio, a corpora- 
tion of Ohio. Application May 31, 1940, 
Serial No. 338,002. 23 Claims. (Cl. 62—4.) 


1. Refrigerating apparatus comprising 
in combination, a heat absorber; means 
for cyclically circulating refrigerant 
through the absorber, each of the cycles 
including a running phase and an in- 
active phase; and control means including 
a closed system containing a volatile 
liquid, one portion of said system being 
responsive substantially solely and at all 
times to the temperature of the heat 
absorber, the quantity of liquid contained 
in said system and the relative capacity 
of said portion being such that all of 
said liquid is contained in said portion 
under one normal operating temperature 
of the heat absorber and under another 
normal operating temperature of the heat 
absorber the capacity of said portion is 
insufficient to hold all said liquid, a sec- 
ond portion of said system being sub- 
jected to the medium cooled by the heat 
absorber and being connected with the 
first mentioned portion to receive the 


(Concluded on Page 23, Column 1) 


Fit any eofvigerener. Ex- 
cellent quality covering, 
well padded and_ rein- 
sonar 4 . edges. — ae ya’ from damage in 
ransit to a minimum by full equi t with 
FULCO Adjustable Refrigerator Covers. 
FULTON BAG & COTTON MILLS 
Manufacturers since 1870 


Atlanta St. Louis Dallas New Orleans 
Minneapolis New York Kansas City, Kan. 


BRASS and 
COPPER 
TUBING 


SERVICE PARTS CO 


MELROSE PARK, ILLINOIS 


MOST COMPLETE LINE.-+- 
OVER 1 Ss 
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 g UNIT COOLERS — 


FEDDERS MFG. CO. BUFFALO, NwY. «, 
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Use CHICAGO SEALS 


™ for seal replacements 


CHICAGO SEAL CO. 
20 North Wacker Dr., Chicag° 
Air-Cooled 
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>-TRENTON CO. 
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‘Patents (Cont.) 


(Concluded from Page 22, Column 5) 


excess liquid from the first mentioned 
ortion when the heat absorber is at the 
second mentioned operating temperature, 
and means responsive to condensation of 
the gas of the liquid in the first men- 
tioned portion of said system for chang- 
jing from one of the phases of the cycle 
of the circulating means to the other. 


2,279,928. DOMESTIC REFRIGERATOR. 
Malcolm G. Shoemaker, Abington, Pa., 
assignor, by mesne assignments, to Philco 
Corp., Philadelphia, Pa., a corporation of 
Pennsylvania. Application Sept. 21, 1940, 
Serial No. 357,815. 4 Claims. (Cl. 62—116.) 

1. Refrigerating apparatus comprising, 
in combination, a heat insulated cabinet 
including a food storage compartment 

; and a mechanism com- 
partment, an evapora- 
tor in said food stor- 
age compartment, a 
compressor and a con- 
denser in said mecha- 
nism compartment, a 
suction conduit con- 
necting said evaporator 
and said compressor, 
a refrigerant feed line 
connecting said con- 
denser to said evaporator, and a moisture 
retaining unit in said feed _line and 
embedded in the insulation of said cabinet, 
at least a portion of said feed line be- 
tween said condenser and said unit being 
in heat exchange relation with said suc- 
tion line. 


2,279,945. SECTIONAL REFRIGER- 
ATED DISPLAY CASE. Cyrus F. Hoff- 


man, Trenton, N. J., assignor to Cc. — 


8, 1939. Serial No. 308,161. 


U. S. 
GOVERNMENT 


Specification 


Filtrine 


Cafeteria Coolers 
[ Filtrine Mfg. Co., Brooklyn 


LASSIFIED 
DVERTISING 


RATES for “Positions Wanted,” 5¢ per 
word; minimum charge, $2.50. Three 
consecutive insertions, 12%¢ per word; 
minimum charge $6.25. 

RATES for all other classifications, 10¢ 
per word, minimum charge, $5.00 per 
insertion. Three consecutive insertions, 
%¢ per word, minimum charge, $12.50. 

ADVERTISEMENTS set in usual classi- 
fled style. Box addresses count as five 
words, other addresses by actual word 
count. 


POSITIONS AVAILABLE 


COMMERCIAL REFRIGERATION and 
air conditioning service and installation 
men living in New England, New Jersey, 
Pennsylvania, and as a matter of fact, 
in any part of the United States and who 
are seeking permanent employment in 
New York City (Manhattan) on a wage 
sale in line with present high living 
costs please apply at once, stating full 
qualifications in first letter. Advertiser 
is one of the largest and best financed 
refrigeration companies in metropolitan 
New York. All correspondence kept 
strictly confidential. Box 1396, Air 
Conditioning & Refrigeration News. 


CREATIVE OR DESIGNING ENGINEER. 
Must have had recent experience with 
refrigerator manufacturer in designing 
food storage and display equipment. Must 
know materials, wood-working, and sheet 
metal machinery; production processes 
and assembly. Capable of designing and 
laying out refrigerator equipment from 
U. S. Government specifications. Alert, 
imaginative mind. Able to convert new 
ideas in merchandising trends into modern 
design. Large Mid-West manufacturer. 
Splendid opportunity for permanent posi- 
tion. Salary from $300 to $500 per month. 
Write in own hand-writing, outlining 
qualifications. Box 1397, Air Conditioning 
& Refrigeration News. 


FRANCHISES AVAILABLE 


ROYAL announces an exclusive line of 
Wall Type Beer Display and Storage 
Cabinets, Remote and self-contained type. 
Featuring up and down sliding doors— 
fifteen case to one hundred and ten case 
‘apacity, requiring little floor space. 
Porcelain finish interior and exterior, neon 
lighting. Limited number of established 
falers desired. Write at once for full 
details. ROYAL STORE FIXTURE COM- 
on: 847 North Broad Street, Philadel- 
a, Pa, 


EQUIPMENT FOR SALE 


FOR SALE: Slightly used air conditioning 
‘quipment: 20-ton Peerless coil with heat- 
ing coil; 15 H.P. Merchant & Evans con- 
densing unit; three 10-H.P. Frigidaire 
Condensing units all complete with motors 
and starters; five 5-ton air conditioning 
Coils, EVERLAST REFRIGERATION 
CORP., 444 Fourth Ave. 30th St., New 
York City. 


REPAIR SERVICE 


eens 

ELECTROLUX GAS refrigerator units re- 
built and recharged. Burners, thermostats, 
Fultons repaired, exchanged. EDISON 
COOLING CORPORATION, 310 East 149th 
New York. Ask for Mr. Zysman at 
tevens Hotel, Chicago, May 11, 12, 13. 


Ww 


municating with said vessel, 
for intermittently delivering liquid from 


Hill & Co., Inc., Trenton, N. J., a corpo- 
ration of New Jersey. Application Dec. 
8 Claims. 


(Cl. 
312—107.) 


ee 


6. A refrigerated display case com- 
prising a plurality of similar open ended. 
sections each having an outer metallic 
shell and an inner metallic liner with in- 
sulating material located between the 
same, end frames on said sections each 
formed of non-metallic material and serv- 
ing to space said outer shell from said 
inner liner, means on said end frames for 
connecting said sections together in end 
to end relation with the outer metallic 
shell of each section spaced from the 
inner metallic liner of the adjacent sec- 
tion and insulating end members closing 
the opposite ends of the terminal sections 
of said case. 


2,280,051. REFRIGERATION. Sven W. 
E. Andersson, Evansville, Ind., assignor 
to Servel, Inc., New York, N. Y., a corpo- 
ration of Delaware. Application Oct. 19, 
1937. Serial No. 169,789. 4 Claims. (Cl. 
236—80.) 


3. A combined gas pressure regulator 
and control device for controlling flow of 
gas and regulating the pressure of such 
gas delivered to a burner, said combined 
regulator and control device comprising 
a casing having an inlet and an oulet, a 
partition having an opening, a main valve 
for controlling the opening and hence the 
flow of gas between the inlet and the 
outlet, a diaphragm operatively connected 
to said main valve and at the discharge 
side of the opening, structure including 
said diaphragm forming a chamber at 
the opposite side of said diaphragm from 
said partition, said casing having a pass- 
age to divert to said chamber gas flowing 
between the inlet and outlet, an auxiliary 
valve to control flow of gas through said 
passage to said chamber, said casing hav- 
ing an opening to permit venting of gas 
from said chamber whereby the latter is 
substantially at atmospheric pressure 
when said auxiliary valve is closed, and 
means responsive to pressure for operat- 
ing said auxiliary valve so the latter as- 
sumes any position between and includ- 
ing its open and closed positions depend- 
ing upon the pressure to which said last 
means is subjected. 


2,280,202. REFRIGERATING APPA- 
RATUS. Raymond E. Tobey, Springfield, 
Mass., assignor to Westinghouse Electric 
& Mfg. Co. East Pittsburgh, Pa., a 
corporation of Pennsylvania. Application 
Feb. 21, 1940. Serial No. 320,043. 10 Claims. 
(Cl. 62—4.) 


4 0 
aS 2 
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1. In refrigeration apparatus, the com- 
bination of a chamber to be refrigerated, 
cooling means at least a part of which 
abstracts heat from the chamber, means 
for circulating refrigerant through said 
cooling means, and a plurality of tem- 
perature-responsive means each having 
switch means associated therewith for 
rendering said circulating means active 
when the temperature-responsive means 
closes all the switch means and inactive 
when said temperature-responsive means 
opens one or more of said switch means, 
one of said temperature-responsive means 
being influenced primarily by the tem- 
perature of the media in said chamber 
and another being conjointly influenced 
by the temperature of the media sur- 
rounding said chamber and the tempera- 
ture of a portion of said cooling means, 
so that the temperature of the media in 
said chamber is maintained within rela- 
tively narrow limits. 


2,280,273. REFRIGERATION. Robert S. 
Taylor, Evansville, Ind., assignor to Servel, 
Inc., New York, N. Y¥., a corporation of 
Delaware. Application May 14, 1940, Serial 
No. 335,077. 9 Claims. (Cl. 62—125.) 

2. A heat transfer circuit including an 
————— | evaporator, a con- 
5 denser at a level 
>| below that of said 

; evaporator and con- 
1 ay 2 nected to receiver 
a4 vapor from said 
evaporator, 
i vessel connected to 
receive liquid from 
said condenser and 
1 deliver liquid to 
said evaporator 
respectively upon 
decrease and in- 
crease of pressure 
in said vessel, and 


means to cause 
A said pressure 
- changes’ including 


a second condenser connected to receive 


vapor from said circuit, a heater com- 
and means 


said second condenser to said heater. 


2,280,371. ADJUSTABLE GUIDE FOR 
REFRIGERATOR SHELVES. Leroy 


A Safe Food Supply 
—for a SAFER AMERICA / 


In food warehouses and markets 


all over the country, 


Ranco Commercial Controls are on duty night and day, 
vigilantly safeguarding one of America’s most important 


defense assets. Rely on Ranco - 


- for dependable pro- 


tection of the Nation's food supply. 


COMMERCIAL CONTROLS 


In commercial 


or go to waste. 


is militarily unthinkable. 


of commercial ref. 
Wilson Systems of Milk-Co 


oint of or 


sub-zero applications. 
Comm 


Heavy-Dut: 
ctional Locker 


Complete 


America, food must be refrigerated ... or go to waste. 
military cantonments throughout the world, food must be refrigerated... 


FARM QUICK-FREEZER 
| [ab 
ar 
be : 

: E E 4 
WILSON CABINET CO., Smyrna, Del. Model maa ee, 


Lack of food, among other things, finally lost Bataan. 


AMPLE FOOD FOR WAR 


DEPENDS LARGELY UPON COMMERCIAL REFRIGERATION 


On thousands of farms milk must be cooled daily ... or go to waste. 
establishments throughout the 


length and breadth of 
In dozens of our 


Wasting of food 


The Wilson Cabinet Co. is pledged to the maintenance of the highest standards 
eration in its manufacture of: 


Wilson Farm Quick-Freezers for the freezing and storing of food at the 
ilson Sectional Walk-In Coolers for normal cold storage and for heavy-duty 
-Freezers 


ADEQUATE REFRIGERATION IS INDISPENSABLE IN WAR 


eetaeniietlinhianindnenhiannneiseinctsnansateonas 


® Sishop, Vista, Calif. Application Jan. 31, 
5 Claims. 


1941, Serial No. 376,891. (Cl. 


211—153.) 


1. In a shelf construction having trans- 
verse front and rear supporting members, 
vertical guide plates bridging the mem- 
bers and having a portion thereof ex- 
tending above the members, and clamps 
Pivotally mounted at the opposite ends 
of each of the plates, each of said clamps 
having a part extending at one side of 
its pivot to engage the adjacent support- 
ing member and a part extending at the 
other side of its pivot having provision 
for holding the said first part in pressed 
engagement with its respective member. 


2,280,425. AIR CONDITIONING APPA- 
RATUS. Charles M. Sanders, Jr., Oak 
Park, Ill., assignor to Westinghouse Elec- 
tric & Mfg. Co., East Pittsburgh, Pa., a 
corporation of Pennsylvania. Application 
June 2, 1938, Serial No. 211,310. 13 Claims. 
(Cl. 62—6.) 


1. In refrigerating apparatus, the com- 
bination of an evaporator having a refrig- 
erant passage, a valve for controlling 
admission of liquid refrigerant to said 
passage, a suction conduit connected to 
the outlet end of said passage for receiv- 
ing vaporized refrigerant therefrom, means 
for controlling said valve in accordance 
with the superheat of the vaporized re- 
frigerant discharged from said refrigerant 
passage to said conduit and including 
temperature responsive means subjected 
to the temperature of said vaporized 
refrigerant, and means for selectively by- 
passing refrigerant from said passage at 
an intermediate point thereof to said 
suction conduit and _ subjecting said 
temperature responsive means to the tem- 
perature of said by-passed refrigerant 
whereby said valve regulates the admis- 
sion of liquid refrigerant to said passages 
so that a smaller portion of the passage 
contains liquid refrigerant. 


and a © 


USE ONLY 
GENUINE 


GRUNOW 


PARTS 


Write For Name Of Jobber Nearest You 


Grunow Authorized Service, Inc. 
4313 W. Fullerton Ave. Chicago, Ill. 
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men 
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RAT! 
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P 
REFRIGE 


See Your Jobber or Write Direct 
LARKIN COILS, INC. 


519 MEMORIAL DR., S. E., ATLANTA, GA. 


RO 


LARKIN 
PRODUCTS INCLUDE 


Cross Fin Coils Bare Tube Coils 
Humi-Temp Forced Zine Fused Steel 


Convection Units Plate Coils 
Disseminator Pans Heat Exchangers 
Evaporative Con- Instantaneous 


ensers Water Coolers 


For 


1728 S. MICHIGAN AVENUE, CHICAGO, ILLINOIS 


3 CHICAGO BRANCHES, NORTH, WEST, SOU 


us to give you the 


finest possible service on 
Parts and Supplies 


fo REFRIGERATION 


and Air Conditioning 


THE HARRY ALTER CO. ,w 


NEWARK 
DETROIT 
| LEVELAND 
A ST. Louts 


TH JA 


don't be caught with Joo Little, Joo Late 


In these fast-changing times, 
you need quick, reliable infor- 
mation about government regu- 
lations affecting your refrigera- 
tion business. You’ll find it in 
the weekly issues of Air Condi- 
tioning & Refrigeration News, 
the industry’s NEWSpaper. In 
the News you will also find all 
the latest word of the industry’s 


ah Te 
on For 


bers 
Viewpoint 
erent Problew* Are 


new products and new markets, 
helpful articles on how to use 
priority forms, informative data 
on how to get priority orders. 
If you intend to stay in the 
refrigeration business, you need 
this timely paper. To make 
sure of receiving next week’s 
issue, mail your subscription 


order today. 


Subscription Order 


Business News Publishing Co. 
5229 Cass Ave., Detroit, Mich. 


Send me the News [] 1 year $4, [] 2 years $7. 


[] Check enclosed. 


CT Bill me. 
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All Electric Range 
Stocks Are Frozen 


(Concluded from Page 1, Column 1) 
enough ranges to utilize the number 
of heating units permitted under the 
terms of the Electric Appliance order, 
L-65. 

A “domestic electric range” is de- 
fined in the order as any range or 
cooking stove for home use with 
electric heating elements and a total 
rated wattage of 2% kilowatts or 
over. 

No limitation is placed by the 
order on the manufacture or assem- 
bly of replacement parts for electric 
ranges. 

The order also contains restrictions 
on the transfer of iron and steel now 
in the inventory of any manufacturer 
of domestic electric ranges. 

Part of the text of the order is 


as follows: 

SUPPLEMENTARY LIMITATION 
ORDER L-23-b—DOMESTIC ELECTRIC 
RANGES 

Section 1028.3 SUPPLEMENTARY 
LIMITATION ORDER L-23-b 

(a) Definitions. For the purposes of 
this Supplementary Limitation Order 
L-23-b: 


(1) ‘“‘Domestic Electric Range’’ means 
any range or cooking stove for home use, 
having as functional parts electric heat- 
ing elements of a total wattage of 2% 
Kilowatts or over. 

(2) “Replacement Part’’ means any 
item, section, device, or article which is 
a component part of a Domestic Electric 
Range, and which is necessary to put 
a Domestic Electric Range in a safe and 
workable condition after wear, tear, or 
damage has rendered it unsafe or unfit to 
perform the function of simple domestic 
cooking, and which is not manufactured 
or assembled for use in the manufac- 
ture or assembly of any new Domestic 


Electric Range. 

(3) ‘‘Person’” means any individual 
partnership, association, business trust, 
corporation, governmental corporation or 
agency, or any organized group of persons 
whether incorporated or not. 

(4) ‘“‘Transfer’’ means to sell, lease, 
lend, deliver, trade, ship, or in any 
other way transfer title to or possession 
of any Domestic Electric Ranges. ‘Trans- 
fer’’ does not include a transfer of title 
merely for security purposes. 

(b) General Restrictions. 

(1) For the period beginning with the 
effective date of this Order and ending 
May 31, 1942, except as provided in sub- 
paragraph (b) (5) of General Limitation 
Order L-23, issued Dec. 13, 1941, no Per- 
son shall use, in the aggregate, to manu- 
facture or assemble Domestic Electric 
Ranges more iron or steel than the sum 


of 

(i) \%4» of the iron or steel use, in the 
aggregate, by him to manufacture or as- 
semble Domestic Electric Ranges during 
the 12 months ending June 30, 1941; plus 

(ii) that quantity of iron or steel which 
will enable him to complete his unused 
quota of Domestic Electric Ranges for the 
four months period, Jan. 1, 1942 to April 
30, 1942, as defined in subparagraphs (b) 
(1), (2), and (3) of General Limitation 
Order L-23, issued Dec. 13, 1941. 

(2) After May 31, 1942, no Person shall 
manufacture or assemble any Domestic 
Electric Range, except in the fulfillment 
of orders or contracts bearing preference 
ratings of A-1-k or higher. 

(3) Nothing in this Order is intended 
in any way to restrict the manufacture or 
assembly of any Replacement Part. 

(c) Restriction on the Distribution of 
New Domestic Electric Ranges. On and 
after the effective date of this Order, not- 
withstanding the terms of any contract, 
agreement or commitment to the contrary, 
no Person shall transfer any New Domes- 
tic Electric Range, except 

(1) To fill orders bearing a preference 
rating of A-9 or better; or 

(2) To deliver to its immediate destina- 
tion any New Domestic Electric Range 
which is actually in transit at the time 
this Order takes effect; 

(3) Pursuant to the specific authoriza- 
tion of the Director of Industry Opera- 
tion. 

(e) Reports. Not later than 14 days 
after the effective date of this Order each 
manufacturer to whom this Order applies 
shall file with the Consumer’s Durable 
Goods Branch, Division of Industry 
Operations, War Production Board, Wash- 
ington, D. C., a report on Form PD-192, 
stating also the quantities and model 
numbers of all Domestic Electric Ranges 
in his inventory and his estimated proj- 
ected rate of production, by model num- 
ber of Domestic Electric Ranges. 

(f) Violations. Any person who will- 
fully violates any provision of this Order, 
or who, in connection with this Order, 
wilfully conceals a material fact or fur- 
nishes false information to any depart- 
ment or agency of the United States, is 
guilty of a crime, and upon conviction 
may be punished by fine or imprisonment. 
In addition, any such person may be 
prohibited from making or obtaining fur- 
ther deliveries of or from processing or 
using material under priority control and 
may be deprived of priorities assistance. 

(gz) Appeal. Any person affected by this 
Order who considers that compliance 
therewith would work an exceptional and 
unreasonable hardship upon him, or that 
it would result in a serious problem of 
unemployment in the community, or that 
compliance with this Order would disrupt 
or impair a program of conversion from 
non-defense to defense work may apply 
for relief by filling and completing Form 
PD-417 and forwarding the same to the 
War Production Board, Washington, 
D. C., Ref: L-23-b. The Director of 
Industry Operations may thereupon take 
such action as he deems appropriate. 

(h) Applicability of the Provisions of 
General Limitation Order L-23. Except 
as hereinabove provided, this Supple- 
mentary Limitation Order is subject in 
every respect to all the provisions of 


General Limitation Order L-23. 


”- 


Price Ceilings Set on 
Used Refrigerators 


(Concluded from Page 1, Column 1) 
tors has been ordered stopped by the 
War Production Board as of April 30. 
In the meanwhile WPB has frozen 
sales by manufacturers and whole- 
sale outlets, releasing household re- 
frigerators only to the armed services 
and persons holding A-10 or higher 
priority rating. As a result, retail 
stocks are shrinking and demands 
for used refrigerators increasing, 
says the OPA. 


An “as is” refrigerator is defined 
as one which does not meet the 
standards set by the regulation for 
“un-reconditioned,” or ‘recondition- 
ed’”’ machines. 


“Un-reconditioned” according to 
the order applies to a second-hand 
box that has been cleaned and 
checked, is capable of maintaining an 
interior temperature of 45° F. for 24 
hours in a room temperature of 90° 
F. and bears the seller’s written 90- 


day guarantee for free replacement 
of any defective parts. 

To be classed as “reconditioned” 
under the regulation a used refriger- 
ator must be subjected to an exten- 
sive mechanical overhaul calculated 
to put it in first class operating 
condition. A 21-point list is included 
in the order spelling out each recon- 
ditioning operation. A one-year guar- 
antee for free replacement of defec- 
tive parts must be furnished the 
buyer of a reconditioned unit. 


Brewery Will Install 
Food Locker Plant 


HILLSBORO, Wis.—A frozen food 
locker plant will be installed in the 
Hillsboro Brewery, according to C. H. 
Pfeiffer, president of the brewery. 
The heavily insulated refrigerated 
cellars in this plant are said to be 
excellent for the sharp freezer and 
locker rooms. 

A new addition to the brewery, 
easily accessible, will be erected on 
the ground floor to house a waiting 
room and the processing room. 


Credit Sales Roles 
Are More Stringent 


(Concluded from Page 1, Column 2) 
stalment sales of automobiles, for 
which the down payment of one third 
and the maximum maturity of 15 
months are retained, and furniture 
and pianos, for which the required 
down payment becomes 20% instead 
of 10% and maturity 12 months. 


The list of consumers goods to 
which the regulation applies has 
been broadened to include automobile 
batteries and accessories; tires and 
tubes, bedding, draperies, binoculars, 
household electrical appliances not 
hitherto listed, used furniture, jew- 
elry, luggage, athletic equipment, 
table and kitchenware, pottery, glass- 
ware, yard goods and non-military 
clothing and furs, including shoes, 
hats, and other haberdashery. 

The amendment also provides that 
charge account customers of retail 
stores will be required to speed up 


Steglemeyer, 


their payments to complete them 
within 40 days after the end of the 
month in which the purchase is made. 
If this is not done the account will 
be transferred to an instalment basis 
requiring liquidation within  sjx 
months and no further charge ac. 
count purchases will be permissible 
until the items in default are paid 
for. 

Any person formerly not subject 
to the regulation, but who becomes 
subject because of Amendment No. 4 
is granted a general license. 


Shroeder Heads Appliance 


Group In New Orleans 


NEW ORLEANS—J. W. Shroeder 
president of the Helshro Furniture 
& Appliance Co., has been elected 
president of the New Orleans Radio 
& Appliance Dealer’s Association. 

Also named as officers for 1942 
were Morris Warnick, Federal Furni- 
ture Co., first vice president; John 
Philip Werlein, Ltd., 
second vice president; Al Lindauer, 
New Orleans Public Service, secre- 
tary; and Lou Turner, treasurer. 


EMPHASIZE THE 


BALANCED-ACTION 
PACKLESS VALVE 
Inlet and ‘outlet ports 
in line: not necessary with solder connec. fill-—dehydrant cart out 
tidge can be quickly 
removed andréplaced. 
Has dispersion tube. 


fo bend tubing; result: 
ing in neater lines and yalve body; 7% to 
easier installation, 


NON- FERROUS 
ALLOY-VALVE 


Globe and angle types 
tions machined: in 


356“ O.D. tubing sizes. 
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CARTRIDGE 
DERYDRATOR 


Side outlet. Easy to re- 


NEED FOR HENRY PRODUCTS 


“Y" STRAINER 
Screen cian be taken 
ont for cleaning with. 
removing the 
strainer from the line, 
Light weight. Has 
very large screen area, 


Sure rele 


SNAP-ACTION DIA- 
PHRAGM RELIEF VALVE 


Instantaneous pres- 


fast posi- 


five reseating action: 
with diaphragm type 
ronstruction. 


PACKLESS AND PACKED VALVES + STRAINERS + DRYERS FOR REFRIGERATION 
AND AIR CONDITIONING + ALSO AMMONIA VALVES AND FORGED STEEL FITTINGS 


ees ee a 


Bye = a . 
aie H 
aa ie , 
7 , 
s a a 
J 
Sil . : 

2 eS. 
oz a 
eens é \ j | / i} ae 
tet \ 4 yi re 
cits \. N ’ \ \ Wy f/ y 
iain 4 Ne . , % Lif 7 a, 
Pe ee ® .- e Eg Ze a 
ae ct ———— ve. 
se es Z Spa 
- ' is LZ) LEE “aid | 
\ Z 
eae ee se Sluice 
ve - k AA Rr AGN ie \ ZA ae 
BLA AF rad \N = 
Away - eo =e | Ue At 
} : BA a ai, © a 5 te ‘ ~*~ hid Zan | | 
oe yw ee 1 " 7 as 
ae Z ee Saale a ae 
s Wf f ‘ \. . : _ ; ed 
Z Zz7zz jages 5 CS 
‘ A - FZ . Ee = 
Time | 
ishoe 2 ar \ 7 ; 
a = S < S < S <— S S = — Ww <= = =o =< on . 
ands "SSS SN 
ag a pe 
are © he 
ee. : ae 
< my ka as 
pc cae Te ; : re 
J M *? “cd ms th = € a 
Bt ee te fie ety |S os i oe 
> — me ewe >— + 4 ‘| > ; > ; 
és al o% ee e eee eo co. oS oper eels er kas (ee ee “ fe a a ce ae ee i es BR: ay we ee ce ae toe ee o es te be ee oe pee ee (ac | 
: a ; yee > ; . ig : ta me 
r : fe 2% S:,. SS & Pe, tay Bee are ae eres ‘ ag ORS ot ; a : Fs et ; - 3 ing : Se ph a, pee . a", * 3 " 5 
be 1001-1498 WWETH CPAU LOWS AER EE. C51 COPE 
aj 3 : — Jaa roe os Bh a. ee ’ BSS axe 
“% r ay 
x . ee 
: axis = ; es Fr Mea Nei : ; = “< POT ce ese ' bo ae 2a a ae 
oy : tnd a 2 eat HEAP AF ny cxresiaee: os Fa Oe A _ eens Aa oe rs oa 4 , ised 6 qe “ Lteks 4 : J - Fi 
rz a ‘aa Us : Cay a cs : irs : a aie ¥X nar = Sy aes SIPS ot ——— 2 Bs xs yh Dy sei z 5 . a ae i" 4 
é Nai 8 Riser sail Be aes ge gi et Ped a Soe hae. a eee) SG een! ee, “ABV a ee Vs yoy ake PCy eceeiemenn 


